CrtAi'J hk X 

TOWN PLANNING AND CONTROL GVF.R BUILDINGS, ETC 

231. Prep or an on of land use plan. —(1) On ihe commencement of 1 'to Ac: 
the Chief Executive Officer shall w r Th rhe approval of [he Board, cause to be p ' a red 
a spat is I plan for Laud use to be iW Lowed in the cantonment which shall ind de - 

I. 

(a) earmarking of zones for residential, institutional, commercial and 
other activities; and 


(b) improvement schemes for areas considered sub-sratidard cv< 
account of narrowness of streets, poor Lighting, poor ventilation ■- i'regular 
line of buildings in a street. 

G) The Board shall give pub Ire it) to die land use plan pr« pe'-ad unde- 
sub-section {1 ], by publishing a gu»t of the plan n a lo^pj newspu pt: t. 

23 d. Sonet!or. for building ,—No person -.hall erect nr re-erect a building n. 


an\ ILtI'd 111 a cantonment 

fa) in an area, 
sanction of the Board 



than the civil .”ca, 



with ihe previ s 



in a civil art a, except with the previous sanction of the < i ‘1 
Executive Officer, 

nor otherwise than in accordance with the oft visions of this Chaster and id' ic 

I ' " r 

rules and bye-jaws made under this Act (dating to the tree lion u J re-erect !■; j, 
buildings: 


Provided that it an erected or re-erected building is meant for public pu t- 


-> 


Then it shall be made accessible to and barrier free for the persons vvith disabtl.i :es. 

235, Notice of m w buildings .— ( I} vVboever intends to trect or re-en air. 
building in a cantonment shall apply fer sanction by giving notice in v ir.- g of 
his intention— 


(aj where such erection or re-erection is in an urea, other than th.- cuvi! 

area, to the Board; 

fb.i where such erection or rc-erection is in a civil area, to li't CEntrf 
Executive Officer 

i2) For the purposes of this Act, a person shall be deemed u. erect or 
re-erect a building who— 

(a) makes any material a I feral tern or enlargement of any building; r 





r 
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(b) converts into a place for human 
originally cnnsiructed for human habitation: or 



ion any building nor 


(c) converts into more than one place for human habitation a 


orgmalh constructed as one such 




ce; or 





it)on 


converts two or more places of human habitation into a greater 
number of such places; or 

;e.i converts into a stable, cattle-shed or cow-house any building 
originally constructed for human habitation, or 

(f) converts into a dispensary, stall, shops, warehouse, godown, factory 

or garage any building originaily constructed for human 
habitation; or 

(g) makes any alteration which there is reason to believe is 
affect prejudicially the stability or safety of any building or the 
of any building in respect of drainage* sanitation or hygiene; or 

(h) makes any alteration to any building which increases or diminishes 
the height of, or area covered by, or the cubic capacity of, the building, or 
which reduces the cubic capacity of any room in the building below the 
minimum prescribed by any bye-1 avv made under Lhis Act. 

236, Conditions of valid native —f 1) A Person giving the notice required by 
section 235 shall specify.- the purpose fnr which it is intended to use the building 
to which such notice relates* 

[z) No notice shall be valid until the information required under the 
-i D-scction (l) and any Jurther information and plans and undertakings which may 
required under bye-laws made under this Act have been furnished to the 
satisfaction of the Chief Executive Of]jeer, along with the notice, 

2 7 Pewers Lj/ Board under certain sections exercisable by Chief Executive 

<ffleer — The powers, duties and functions of the Board under section 23&, 

-ub-scction { l) of section 241, section 243. section 245 and section 248 excluding 

the provisions to sub-section ([) and the provisio to sub-section (2) of the said 

section 248 shall he exercised or discharged in a civil area by the Chief Executive 
Officer, 


238 Power of Board to sanction or 



) The Board may either refuse 


io sanction the erection or re-erection, as the case may be, of the building, or may 
sanction it either absolutely or subject to such directions as it thinks lit Id make 


ir writing in respect of all nr any of the 



owing matters, namely:- 



(a.i ihe free passage or way to be left in from of the building: 

(bj the space; lo be left about the building to secure free circulatio ■ 
of air and faciiirate scavenging and The prevention of fire; 

(c) the ventilation of the building, the minimum cubic area of the rooni- 
and the number of height of ihe storeys of which the building may cons ft' 

(d) the provision and position of drains, latrines* urinals, cesspool 1 

or other receptacles for filth; 

(el the levei and width of the foundation, Lhe [eveI of the lowest floor 
and the stability of the structure; 

(f) the line of frontage with neighbouring buildings if the building abut, 
on a street; 

(g) the means to be provided for egress from the building In case 

of fire; ( 

(h) the materials and: method of construction to be used for external 
and party wails for rooms, floors, fire-places and chimneys; 

(i) the height and slope of the roof above the uppermost floor upon 

which human beings are to live or cooking operations are to he carried on: iiv,. 

(j) any other matter affecting the ventilation and sanitation of r.rc 
buildings, and the person erecting or re-erecting the building shall obey a! 1 

such written directions in every particular. 

(2j The Board may refuse to sanction the erecLion or re-erection o' un¬ 
building on any grounds sufficient in the opinion of the Board affecting tiu 
particular building: 

Provided Chat the Board shall refuse to accord sanction the erection 
re-erection of any building if-such crectiun or re-erection is not in conformity v. 
any general scheme sanctioned under section 240. 

(3) The Board, before sanctioning the erection or re-erection of a buildi: 
on land which is under ihe management of the Defence Estates Officer* shall r- fe- 
the application to the Defence Estates Officer for ascertaining whether there is am 
objection on the pan of the Government Lu such crcttaon or re-erection: and * 

Defence Estates Officer shall return the application together with his report there¬ 
to the Board within thirty days after it has been received by him. 

nP 

(4) The Board may refuse ro sanction the erection or re-erection of ar*\ 
building— 
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(a) when the land on which ft is nmposed to erect or re-erect the 
building is held on a lease from the Government, if the erection or re- erection 
onslilutes a breach of the Lerms of the 8ease; or 

lb) when the land on which it is proposed to erect or re erect the 
u.lding is es trusted to the management of the Hoard b; die Government 
the erection or re-erection constitutes a breach of the terms of the 
.•ntrustment o> management or contravenes any of the instructions issued 
br the Government regarding, the management of the land by The 

Eloand: or 


(cf when the land on which it is proposed to erect or re-erect the 
building is not held on a lease ftora the Government, if the right to build on 
such land is in dispute between the person applying for sanction and the 
Government. 


00 If the board decide^ to refuse to sanction the erection or re-erect icv. 

■ 

ol ihc building, st shall communicate m writing the reasons for such refusal to tile 
person by whom notice was given. 


(6) Where the Board neglects or omits, for one mctith after the receipt of 
?a3id notice, i^ make and to deliver to the person who lias given the nonce any 
•ider of any nature specified in this section, and such person thereafter by a written 
ommunic?tion sent by registered post to the Board calls the attention of the 
_.oard te the neglect or omission, then, if snch neglect or omission continues for 
a further period of fifteen days from the date of such communication rtte Board 
-ball be deemed to have given sanction to the erection or re-erection, as the case 

may be: 


Provided that, in any case to which (he prov isions of sub-section (1) apply, 
the pci iod of one month herein specified shall be reckoned from the date on which 
the Board has received the report referred to in that sub-section, 


2 J 9 Order of stoppage of h nil ding or works in ctrria in cases an J Jisposal 
of things removed ^— (I) Where the erection of any building or execution of any 
work has been commenced or is being carried on without or contrary to the sanction, 
but has not been completed, referred to in section 23S or in contravention of any 
cor oaion subject to which such sanction has been accorded or in contravention 
of any provision of this Act or bye-laws made thereunder, the Chief Executive Officer 
may in addition to any other action that may be taken under Lhri Act, by order 
re' ire the person at whose instance Lhc building or (he work has been commenced 
or ts being carried on. to stop the same forthwith. 

(2) If'an order made by the Chief Executive Officer under sub-section I, D 
Jireeling any person to stop the erection of any building or execution of any work 
is not complied with, the Chief Executive Officer may require any police officer to 




remove such person ami dil his ass i s Li p ts and workmen from rl-_ premises . • to 


seize any construction material, took machinery. 



or other Lhin;.,s li .eJ 


in the erection OT any building or execuiinil of any work w ithin such times .as may 
he specified m '.he requisition and sue I police officer shall comply whh the 
requisition accordingly, 

id) Arty of tJie dungs caused or to he sei7ed hy thf Chief Executive G'ffrcer 
under sub-section (2) shall be disposed of by him i l a manner specified in 
sub-sections (6) and (7). 

(4) After the requisition under sun-section C.) has been complied with the 
Chief Executive Officer may. if Lie thinks fit, depute by a written order a police officer 
or an officer or on employee of the Board to watch the premises in order to ensure 
that The erection ol the building or the execution of work is nut continued. 





[5) Where a police officer or an officer or an employee of the Board has 
been deputed under sub-sect on 1 1 to watch the premises, the cesr of sti'J 
deputation shall be paid by the person at whose instance ss^h erection n executin 
is being continued or to whom notice under sub-section (I i was given and sir: 
he recoverable from such person as an arredr of tax under this Act. 

Any of the things caused to be removed by lire chief Executive Off i . i 
under this section shall unless the owner thereof turns up to take back such th.r.ys 
and pays to the Chief executive Officer charges for removal and storage nf • ch 
things be disposed uf by ihc Chief Executive Officer by a publ ic uucLi m nr in ci 
other manner as he thinks fit: 

Provided that such things shall on y be disposed of by rise Chief Extxu .ve 
officer oo die expiry of fifteen Jays in case of non perishable things and twenty 
four hours in case of per ishahie ih i ti gs from the date n i id i me oJ scizurc. 

(7.1 I he charges for removal and storage and sale of hi tigs sold under 
sub- section (6 1 shall be paid oul of the proceeds of rbe sale thereof and the balance, 
if any, shall be paid to the owner of the things .sold on a claim being made tii re for 
within a period of one year from the date of sale and if no sucti claim is made within 
the said period, shall he credited to the cantonment fund. 

24 U Power ro sanct f on £ enetal scheme for prevention! oj over crov i ding, etc — 
The General Officer Commanding-in-Chief the Command m Consultation with the 
Principal Director may sanction a general scheme df erection or re-erection f 
buddings within such limits as may he specified in The sanction for the prevention 
of overcrowding or for purpose of sanitation, or 'n the interest of person ; residing 
within those broils or kt fry other purpose, and my, in pursuance of such schem 
impose restrictions on the erection or re-erection of buildings w ithin those limit 
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Hrovi it-d that mo such scheme shall be sanctioned by the General Officer 
Commanding in Chief, ihe Command unless an opportunity has been given nv a 



notice 1 so he pii-vl idled locally by the (. hief Executive O111cer requiring persons 
affected or likely to he affected by tile proposed scheme, tu Idle rheji objections 
or suggestions In the manner specified in the notice, within a period of thirty days 
of the publication of such notice, and the Chief Executive Officer shall after 
considering sneh objections and suggestions, if any. forward the same alone with 


hi* recommendations to the Principal Director.' 

-4 3, Comperaation . (!) No compensation : 



tor auv 



or loss which he ma\ sustain in 



he claimable by any person 
□ unce of the refusal of the 


I3uar- or sanction Ln the erection of any building or in respect of any direction 
issued by it under sub-section 11 ) of section 23S. 

(2) The Board shall make compensation to the owner of any building for 
an;, actual damage or loss sustained by him in consequence of die prohibition of 
[ljl 1 re-erection ul any building or nt lib requiring any land belcnclne. Lo him tn he¬ 


ad ded to the street. 


1 rovided that rhe Board shall not be liable to make any compensation in respect 

"■ the prohibition of the re-erection of any building which for a period of three 

y^ars or more immediately preceding such refusal has not been in existence or has 
been unfit for human habitation. 


24j Completion notice. —Every person to w ho?n sanction for the erection 


n 



. L--erection or any building in any area in a cantonment ha^- been given under section 
■■ or section 2,’li! by the Chiet Executive Officer or, as rhe case mav be, by the 
Board -.ha]]. within thirty days after completion of the erection or re-erection of the 

; -give a notice of v completion in writing to the Chief Executive Officer or 
the Board, as the case may be. and the Chief Executive Officer or the Board shalE 
on receipt of such no [mu cause the building to be inspected in order to ensure 
that the htiilding has been completed in accordance with the sanction given bv 
the Chief Executive Officer or the Board, as the case rtlav be. 


Lapse of sanction. —Every sanction for the erection or re -erection of a 

building given or deemed in have-been given as herein before provided shall be 

available for two years from the date on which it is given, and, if the build in a so 

sanctioned is not begun by the person who has obrairted the sanction or some 

one lawfully claiming under hint within that period, it shall nor thereafter be begun 

mness the Chief Executive Officer, on applicant ion made therefor has allowed an 
extension of dial period. 


244. Restriction'; on u±t. of buildings ,—f l) N o 



shall, w[shout fhe written 


permission of the Board or otherwise than in conformity with the conditions, if an 
of such permission. 


v 



II 
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A.' use of perm it to be used for human habiLaLcon any pan of a building 
£ bully erected ur authorised to be used for that purpose or nut u-.-ij 
r purpose before any alteration has been made therein b> anv v rk 


thereunder: 


accordance with the provisions of this Act and the bve-laws made 


kind 


7“; ^ h til —lire use of any JtimJ or bn if ding; 

<l i convert or allow the conversion of onu kind of tenement inti; another 


Any person who contravenes ihe prov isions of sub-section i i) snai l 

on conviction be punishable with a fine which may extend to one lakh rupees and 

in the cast ui continuing contravention with an additional fine of rupees ten 

thousand lor every day daring which the contravention continues after the date 
it comes 10 the notice 



■A Board, when sanctioning: thi 


245 . Period for completion of 

erection or re-erection of a bn tiding as hereinbefore provided. shall specify . 
reasonable period after the work has commenced vvtthm which the erection ■ 
re-erection is to be completed* and, if the erection or re-erection is not complete 
within die period .so fixed, it shall not be continued thereafter without fresh santoo \ 
obtained in the manner hereinbefore provided, unfe-s the Board cm application m id- 
Lhoretor has allowed an extension of that period: 

Provided mat nui more slum two such extensions, each tor not more than o*.; 
year, shall be allowed in way case. 

<7ftmpIeiion certificate. —The Chief Executive OfficeL shall on receipt o' 
the notice under seel-on 242 of this AuL cause the building re- be inspected ej.fctj 
I w h lj n sc 1 1 i. |T by die officer authorised by him ill his b chair in order lu ensure d > _it 
the building has been completed in accordance with ihe sanction given and i*sue 
completion certificate provided that the person seeking the completion certificate 
shall assist the Chief Executive Officer in inspection of such but tiling: 

Provided that the building shall not be occupied for habitation unless a 

certificate i s issued by the Chief Execuli ve ■ Officer ur an off]ter a uthorised by h im 
in this behalf: 

1 

Provided further that if the Chief Executive Officer fails within a period of thirty 
days after the receipt of the notice of completion, to communicate his refusal to 
issue such certificate, such certificate shall be deemed to have been granted. 

_4 ■ ttlegai erecthm and re-e?eviion. —Whoever begins, comb acs or 
completes ihe erection or re-erection of a building— 

I'aJ vvithojJt having given a valid notice as required by sections 235 

311 d 726, or before the building has been ^auctioned ur is deentc i to have 

been sanctioned: or 
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(b) without comply ing with any direction made under sub-section < S) 
of section 238; or 

(c i when s an l ti u n lias bee n re fused„ or has c eased to be av ailab t e or 
has been susp enter! Hv the General Ofticcr Command ing-im-Chief, ihe 
Command, under clause (b) of sub-section {I ) of section 58, 

s!ia:i pc punish able- with line wEiich may extend to fifty thousand rupees and die 
cost of sealing the illegal construction and its demolition. 


24 S. Power tn trop erection nr re-erection or to de/noitsh 



i A Board may. 

at any time, by notice in writing, direct the ow ner, lessee or occupier of any land 

in die cantonment to stop the erection or re-erection of a building in any case in 
vvr.’trh the Board considers dial such erection or re-erection is nn offence under 

may, in any such case or in any other case in which Lhe Board 


section 2 




considers that rhe erection or re-erection of a building is on offence under section 
, within twelve months of the completion of such erection or re-erect ion in like 


n ■ i 
J 'Li r 


manner, direct the alteration or demolition, ts it thinks necessary, of the build ing, 
or any part thereof, so erected nr re-erected: 


Provided that the Board may, instead nf requiring the alteration or demolition 
■f any such building or part thereof, accept by way of composition such sum as 
it thinks reasonable: 


Provided further that the Board shall not, without lhe previous concurrence 
of The Genera] Officer Cnmmanding-in-Chiel. the Command, accept any sum by way 
o f com pos Hi on an tier iti e forego ing pro vise in respect of any bu \ id ing on land wh rch 
is not under the management of the Board. 


12) A Board shall by notice in writing direct the owner, lessee or 
occupier of any lard in the cantonment to stop the erection or re-creel ion of a 
building in any case in which the order under section 258 sanctioning the erection 
or re-erection has been suspended by the General Officer Commanding-in-Chicf. 
the Command, under clause |bi of sub-section (\) of section 58. and shas.1 in any 
such case in like manner direct the demolition or alteration, as the case ma’, be, 

mm 

of the building or any part thereof so erected or re-erected where the General Officer 
Con' * r':a nd sng-in-Cb ie di e C om n:a nd.. 1 i ft er d tree ts tftai ? he nrder r- f th t R* jard 

• ' w * 1 4 


s;-..: el i on ing the erection or re-erection of the building shall nul be .arrieJ into c fleet 

or shall be carried Into effect with modifications specified by him: 


Provided that the Board shall pay to the owner of the building compensation 

Mr any loss actually incurred by hjm in consequence of the demolition or alteration 
of my building which has been erected nr re-creeled prior to the date on which 

. ■ ■ order of the General Offices Commanding-in-Oh left the Command, has been 

communicated to him. 
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24^ p 0 \% er to seal unauthorixesd constructions .— { I ■ If shall be lawfi I lor 
the Chief Executive Officer, at my "inte, before or after making an order oTdemolition 
under section 24S or of the s uppage of erection of any building, or execution of 
any work*to make ait order diiecting die sealing of such erection or work or of die 
premises in which such erection or work is being carried on or has been completed 
at the cast of Lhc offender in such maimer as may be prescribed by Riles for the 
purpose of carrying out the provisions of this Act or for preventing any dispute 
as to the nature: and extent of such erection or work. 

i2i Where any erection or work or any premises in which ant erection or 
work is being carried on. has or. has been sealed, the Chief Executive Officer tTia;;.. 
for the purpose of demolishing such erection or work in accordance with the 
provisions of this Act, order such seal to be removed. 



No person shaii remove such seat except— 
fa) under an order made h\ the Chief Executive Officer under 

ma tr mm 

sub-sec tion (2); or 


ibis Act. 


(b) under an order of an appellate authority igran appeal made under 



Any’person who contravenes the provisions contained i 
sub-section (?) shah be punishable with imprisonment which may extend to six 

months or with tine which may extend to twenty thousand rupees, or with bod 



op in certain cases —(1) After r \v 


250. Lour tit not to entertain procee 
commencement of this Act. no court shall encenain any suit, applicaiion or oth 
proceedings in respect of any order or notice unless ;in appeal under section : Id 
is preferred and the same is disposed of by the appellate authority under sub-sectio: 
Q \ of section 343 of this Act 


(li Notwithstanding anything contained in sub-section (l) r every suit 
application or other proceedings pending iti any court immediately before Lhc 
commencement of tins Act shall continue to he dealt with and disposed of by iIrl- 
cmirt as if the said section has not .been brought into force. 


251. Pon ! ec to make bye-faws.- A Board may make bye-laws prescribing— 

(a) the manner in which notice of the i men Lion to erect or re-erect a 
building in the canton me m shaii be given to the Rnard or„ as the case may 
be. Lhc Chief Executive Officer and Lhc information and plans to he furnished 
with the notice; 


: b 3 the manner in wh ich and the form in which a notice of completion 
of erection lit rc-crcction of any building in the cantonment shall be given 
to the Board or. as Lise case may be. the Chief Executive Officer and The 

information and plans to be furnished with the notice; 






Kj the rypt or description of buildings which may or may tiog and 

\h-j purpose for which a building may or may not, be erected ur re-erected 
in the cantor mem or any pan thereof; 

■:d) the,minimum cubic capacity of am room or rooms it] a building 
which is to be erected or re-erected: 


I'ej the tees, payable on provision by The Board of plans 


or 


specifications of the type ol bui[dings which may be erected iti the 
cantonment or any part thereof; 


c ireum stances 


and 


building inav be erected or re-erected: 

tg) with reference Lo the erection or re-erection of buildings, or of am 
class of buildings, or any of the following matters, namely: — 


til the line of frontage where the building abuts on a street; 

i ll \ the space to he left about the building to secure Iroe circulation 
oi air and facilities for scavenging and for Lbc prevention of lire; 


and party 


method of construction to be used 


tiv) the position, the materials and the method of construction o!' 

stair-cases, lire places,, chimneys, drains, latrines, privies, urinals and 
cess-pools; 

u i height arid slope of the mol above the uppermost floor upon 
vsbich human beings are to live or cooking operations arc to be carried 


on 


(YEi the level and width of the foundation, the lev el of the lowest 

floor, the stability ot the structure and the protection of building from 
dampness arising from-sub-soil* 

fvis) the number and height of the storeys of which lbc building 


may consist: 


office; 


i viii) the means to he provided for egress from ihe 



] [i ease 


uxj Lhc safeguarding of wells from pollution; ur 

(*> materials and method of construction to be used for godowns 


intended fur the storage of food era ins in excels of eighteen quintal 
order to render them rat proof. 


s :n 



